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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

SA -f-00 


0 V- 

iragency Report Control NcT 
O-DOA-AN 


FORM APPROVED 
OMB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

J\jfrYfrL /H&O/tAJ- 

Joh/) //W Jcw&s 

atTA/: cjcRO^ CdOz ocktzl 

ifaxtsr/notfrti . ISA £37#%- >2/9 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


ZaJ i, £srj r/cS i / 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets it necessary or use APHIS FORM 7023A) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use ol appropriate 
anesthelic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO 
OF ANIMALs 


(Cols. C + 
D + E) 



4. Dogs 


5. Cats 


G. Guinea Pigs 


7. Hamsters 


5. Rabbits 


9. Non-human Primates 


10. Shee 


11. Pias 


12. Other Farm Animals 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use ol animals, including approbate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were toltowed by this research facility. 

2) . Each principal investigator has considered alternatives to painful procedures 

3) . This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision ol adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use 
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i rn$ repon is requirea oy iaw u u t-aiiure ig rcoga eccorumy ;u um rnyunmun* van 
"£ 5 wlt in an order to cease and desist and to be subject to penalties a& provided for in Section 2T 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


UtW 1 /UU4 

' * ^ additional (nformotion 


1, CERTIFICATE NUMBER: 52-R-OQ01 
CUSTOMER NUMBER: 4Q6 


FORM APPROV 
OMB NO. 0579-0036 


ANNUAL REPORT OP RESEARCH FACILITY 

(TYPE OR PRINT) 


Blue Ridge Community College 

U.S. Route 11 

Weyers Cave, VA 24486 


Telephone: (540) -234-9261 


I, REPORTING 


{ Del all locations where animals were housed or used In actual research, toiling, or eaporirfremauen, 0< held for teeae purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS f Sites ) - See Atached Listing 


REPORT OF 




USED PY QR UNDER CONTROL OF RESEARCH FACILITY f Attach additional ah tela If ntceatirv or ust APHIS Form 7023 A 1 



Number of animal 
being bred, 
conditioned, or 
hold for use In 
teaching, tasting, 
experiments, 
research, or 
Burgery but not ye 
used for such 
purposes. 


Number of 

(irirnQls upon 

which teaching, 
research, 
experiments, Or 
testa were 
conducted 
Involving no ppm, 
distress, or use o 
pain-relieving 
drugs 


Number of on) mot? upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, anBlgealc, or 
tranqulllsJng drugs were 
used 


E. Number of animals upon which teaching, experiments, 
research, Surgery or tesla were conducted involving 
accompanying pain or dishes? to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would hgva adversely affected the procedures, res 
or Interpretation of the teaching, research, experiment*, 
surgery, or tests ( An explanation of the procedures 
producing pain or distress in these animals and the reest 
such d^ugs were not used muft pe attached to this report 


TOTAL number 

OF ANIMALS 

( COLUMNS 
C+D+E ) 


4. Dogs 


s, Cals 


6. Guinea Pigs, 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including apprspriate use of anestetie. analgesic, end trenqullfzlng drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prindpal investigator has considered alternatives to painful procedures. 

• 4 -» 

3) This f aotfi^te adhering tee standards end regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by me principal investigator and ap 
lnstllullONKiMnal Care and Use Committee (IACUC). A summary of all aueh exception* l* attached to this annual report. In addition to identifying the tACuC-approved exceptions, this Summary ip< 
onef oxptepWn of the exceptions, as well as the species ana number of animals affected. 

4} The attaiip^ftghriahep for this research facility has appropriate authority to ensure tee provision of adequate veterinary cars and to oversee tee adequacy of other aspect Of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 


Al-Mlb hURM 


( AUG 91 ) 



I NAMF A TlTl F OF C F A OH INSTITUTIONAL OFFICIAL l Toon or Print l 


» date Signed 

Vty/oy 


(Replace* V5 FORM '9- 23 (OCT 66), wtiltJi is osaeiele.) 
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This :eport is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
52-R-0002 


CUSTOMER NO. 
504 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 




2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

COLLEGE OF WILLIAM AND MARY 
P.O. BOX 8795 
WILLIAMSBURG, VA 23187 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrtesJ 


COLLEGE OF WILLIAM AND MARY 
GLOUCESTER POINT, VA 23062 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addtional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 


White-footed mouse 


Deer mouse 





1713 

101 

62 

20 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


12/02/2004 


PART 1 - HEADQUARTERS 

































APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 
Customer Number: 
Facility: 


52-R-0002 

504 

COLLEGE OF WILLIAM AND MARY 
P.O. BOX 8795 
WILLIAMSBURG, VA 23187 


Laboratory of Endocrinology and Population Ecology 
P.O. Box 8795 

Williamsburg, VA 23187-8795 
Millington Hall 
P.O. Box 8795 

Williamsburg, VA 23187-8795 
Keck Environmental Laboratory 
P.O. Box 8795 

Williamsburg, VA 23187-8795 
College of William & Mary, VIMS/SMS 
Byrd Hall 

Gloucester Point, VA 23062 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in in order to cease and desist and to be subject to penalties as provided for in Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 52-R-0003 
CUSTOMER NUMBER: 407 


>ntro| No.: 


Interagency Report Contn 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Eastern Virginia Medical School 
358 Mowbray Arch 
P.O. Box 1980 
Norfolk, VA 23501 


NOV 0 52004 


Telephone: (757) -446-5600 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held lor these purposes. Attach additional sheets it necessary ) 


700 W. Olney Rd, Norfolk, VA 23507 


FACILITY LOCATIONS ( Siles ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery Out not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conaucted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments. F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 1 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


4 Dogs 


5 Cats 


6 Guinea Pigs 


7 Hamsters 


8. Rabbits 


9 Non-human Primates 


10. Sheep 


11. Pigs 


12 Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary mi 
bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


$ ~ _ - - - -*■ - I KIAMP A TITI F HP P P D OR IMQTITI ITlHMAI nFFlP.IAI / Type Of Print ) 

























NOV 2 4 2004 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Op^ 

Interagency Report Control Jo.: 


1. CERTIFICATE NUMBER: 52-R-0004 
CUSTOMER NUMBER: 49Q 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


George Mason University 
Asst Director Of Research Compliance 
4400 University Drive, Ms 4c6 
Fairfax, VA 22030 


Telephone: (703) -993-4015 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


r^EPOET^il^NIMALS^SEC^IY^R^NDER^ONTROL^U^RESE 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wti 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 






5. Cats 





er 

6. Guinea Pigs 






7. Hamsters 



i ■ ■ 


Wfim H 

8. Rabbits 



1 



9. Non-human Primates 





■^B 

10. Sheep 






11. Pigs 



1 



12. Other Farm Animals 









1 

1 


i r 

13. Other Animals 
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| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 



3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



< AUG 91 ) 


r 88), which is obsolete.) 
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V-* 


Customer E) and Site Address: 

ID: 498 Telephone: 703-993-1548 

4400 University Dr. 

David King Hall 
Fairfax, VA 22030 
County: Nelson 


Customer ID and Site Address: 


ID: 498 Telephone: 703-993-4378 

4400 University Dr. 

Krasnow Institute 
Fairfax, VA 22030 
County: Fairfax 


This report is required by few (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ! 


See attached form for 
additional Information 


NUV i 5 2004 

Interagency Report Control No, 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 

52-R-0007 

CUSTOMER NUMBER: 

493 


Virginia Commonwealth University 
Division Of Animal Resources 
P.O. Box 980630 
Richmond, VA 23298 

Telephone: (804) -828-9837 


FORM APPROVED 
OMB NO. 0579-0036 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS V 

JSED BY OR UNDER C 

.ONTROL OF RESEARCH FACILITY 1 Attach additional ahaata If nacaaaarv or uaa APHIS Form 7023A ) 

A 

Animats Covered 

By The Animal 
Welfare Regulation* 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
testa were 
conduct ad 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Ihe animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquflizing drugs were 
used. 

E. hhjmber of animals upon which teaching, experiments, 
research, surgery or teste were conducted Involving 
accompanying pain or distress to the animals and for wti 
the use of appropriate anesthetic, analgesic, or trsnqulllz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or testa. ( An explanation of the procedures 
producing pain or distress in these animals and the reset 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 



18 


18 

6. Guinea Pigs 


18 

448 


466 

7. Hamsters 






8. Rabbits 


88 

438 


526 

9W ton-human Primates 

2 

6 

13 

45 

64 

10. Sheep 
• 






11. Pigs 



95 


95 

12. Other Farm Animals 












13. Other Animals 



• 



Ferrets 



137 


137 













| ASSURANCE STATEMENTS 


! 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilteing drugs, prior to. during, and following actual rear 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 


3) This facility Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee <IACUC). A summary of all such exception* Is attached to this annuel report. In addition to identifying the lACUC-approved exceptions, this summary mt 
brief explanation of the exception*, as welt u the specie* and number of animate effected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 1 

( Chief Executive Officer or Legally Responsible Institutional Official ) 1 

i: i 

NAME A TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

warn 


{ AUG 91 ) 































Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not 
an official form and its use is voluntary. Names, addresses, protocols, veterinary 
care programs, and the like, are not required as part of an explanation. A 
Column E explanation must be written so as to be understood by lay persons as 
well as scientists. 


1. Registration Number: 52-R-007 

2. Number of animals used in this study: 45 

3. Species (common name) of animals used in the study: rhesus monkeys 

4. Explain the procedure producing pain and/or distress. 

Forty-six rhesus monkeys were used as part of our program to evaluate drug 
dependence liability of new compounds. These rhesus monkeys are physically 
dependent on morphine. Periodically, they are allowed to go into spontaneous 
withdrawal, or withdrawal is precipitated by opioid antagonists. During this time 
they experience moderate to severe stress. Once in withdrawal, the monkeys are 
injected with the investigational compound, or morphine, or saline and then 
observed to assess their withdrawal state. On completion of the observation 
period, all withdrawal signs and symptoms are relieved by an injection of 
morphine. It is important to note that while these experiments are repetitive in 
nature, a new investigational chemical is being tested on each occasion. Many of 
these chemicals are opioid in nature and relieve the withdrawal signs and 
symptoms. 

5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with the test results. (For Federally 
mandated testing, see Item 6 below). 

The distress produced by this procedure is the end-point being measured. As 
indicated above, many of the compounds tested relieve these symptoms and the 
experiment is terminated immediately after the observation period by the 
administration of morphine which also relieves the withdrawal signs. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the code of Federal Regulations (CFR) title number and the specific 
section number (e.g. APHIS, 9 CFR 113.102) 

The results from our testing are used by both the FDA and the DEA in making 
decisions concerning the Controlled Substances Act. 


USDA site listing for 10/1/2003 - 9/30/2004 
Annual Report of Research Facility 

Facilities housing regulated species at Virginia Commonwealth University 
Customer number 493 

Sanger Hall 
1 101 E. Marshall St. 

Richmond, VA 23298 

Robert Blackwell Smith Building 
410 N. 12 th St. 

Richmond, VA 23298 


OCT 

This report is required by iaw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

0 4» 

v7 See attached form for 

additional information. 

r v ) 

Interagency Report ControrNcu-/ 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0009 

CUSTOMER NUMBER: 494 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Old Dominion University 

Office Of Research 

2035 Hughes Hall 

Norfolk, VA 23529 



Telephone: (757) -683-3460 


j 3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 




j 


7. Hamsters 

M3 





8 . Rabbits 

°l 

<\\ 


j 

»3T 

9. Non-human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 

























^^SSURANC^ST^TEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


KiAfcjc a. Tin c: nc rcn no iwctiti mnwAi nccir iai / r./nn nr Dnw 1 

DATE SIGNED 

<^-30-0^ 


Mr'mo rwr\ivi vo rwrsivi 10-40 00 ;, which IS obsolete.) 

( AUG 91 ) 



APHIS FORM 7023 SITE LIST 

The following sites have been reported by the facility. 


Certificate Number: 

Customer Number: 
Facility: 


52-R-0009 

494 

Old Dominion University 
2035 Hughes Hall 
Norfolk, VA 23529 
(757) 683-3460 


Old Dominion University 
Mills Godwin Building 
Old Dominion University 
Norfolk, VA 23529 


NOV 2 32004 


Thi> report is required oy law (7 use 2143} F^ura to report socoroing to the regulations esn 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for 
eddttlonei Information 


c ^zv^ 

Interagency Report Control No.: 


UNITEO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE WMbCR; 52-R-0011 

CUSTOMER NUMBER) 495 

FORM APPROVED 

OMB NO. 0579-0038 

University Of Virginia 


314 Madison Hali 


I Office Of The Vice President For Research I 

Charlottesville, VA 22904 


Telephone: (434) -924-3606 



FACILITY LOCATIONS ( SUM ) - See Alached listing 


| REPORT OF ANIMALS 

JSED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach addition* 

1 shuts if nvcsssarv or use APHIS Form 7023A ) | 

K 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use m 
leaching. te»t<ng, 
experiments, 

research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
anttiwla upon 
which teaching, 

tests war* 
conducted 

involving no pain, 
distress, or use or 
pain-relieving 
drugs 

■ 

D. Number of animals upon 
which experiments, 
teaching, research, 

surgery, or testa were 

conducted Involving 
accompanying potfi or 

^stress to the animals an 
for which appropriate 
aneathatfe. analgesic, or 
irenquitizing drugs were 
used. 

F. Number of animate uponvihich teaching, experiments, 
research, surgery or teats were oonducled involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anaathetic, analgesic, or tranqmhz 
drugs would have adversely affected the procedures, ms 
or interpretation of the teaching, research, experiment*, 
surgery, or testa ( Ah explanation rf the procedures 
producing pain or distress in these animals and the n»« 
Such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

121 

0 

121 

5 Cats 

0 

0 

4 

0 

4 

6. Guinea Pigs 

42 

60 

31 

0 

91 

7. Hamsters 

496 

302 

100 

0 

402 

6. RaDDtlS 

95 

115 

641 

0 

756 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

18 

49 

118 

0 

167 

12. Other Farm Animals 












1 3. Other Animarfs 






ferrets 

0 

• 38 

0 

0 

38 

musk shrews 

87 

145 

130 

0 

275 







| ASSURANCE STATEMENTS 



-J 


1 } Profaasionatty acceptable standards governing the care, treatment, and use of anlrnels, including appropriate use of anastatic, analgesic, and irenquKLzing drugs, prior to, Ailing, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prtndpe* investigator hee considered ettemaUu&Lta painful procedures. 

3) This facility le adhering to me standards and regulations under g»e Act, and it has required that exceptions to (he standards and regulations be specked end explained by the principal Investigator and op 
institutional Animal Cara and Use Committee (lACUC^r Aaumnury of all such exceptions is attached to title annual report, in addition to identifying me tACUOapproved exceptions, true summary k* 
brief explanation of the exceptions, as web as the spades end number of animus affected. 


4 ) The i hen ding veterinarian for this research facility haa appropriate authority to ensure (he provision of adequate veterinary cane and to oversee the adequacy of other aspects of animal cane and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official } 

i 

NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 1 

m/4 


APNIS FORM 7023 
( AUG $1 ) 


(Replaces vs form iB'23 (oct aej, wti.cn *s obsolete.) 












































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached fo "WOV 1 9 2Q04 ra 9 enc y Re P° rt Control 

additional information * 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0Q12 

CUSTOMER NUMBER: 402 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

V A Polytechnic Institute & State University 

110 Litton-Reaves Hall 

( TYPE OR PRINT ) 

Blacksburg, VA 24061 



Telephone: (540) -231-4991 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCHFACILI^7Attachadclltiona^heet^^!ecessar^Mis^VPHI!SForTT^023/n 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

l 

9 

238 

0 

247 

5. Cats 

0 

1 

109 

0 

110 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

31 

36 

r 

0 

67 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

1 

4 

0 

1 0 

4 

11. Pigs 

0 

0 

o 

0 

0 

12. Otlg^F^gT^^iimals 

0 

0 

43 

0 

\ 

43 

Cattle 

0 

10 

3 

0 

13 

13 - ou eb^ n fc n f ls 

0 

0 

8 

0 

8 

Peromyscus 

20 

25 

0 

- - ■ - 

0 

25 

Voles 

20 

0 

0 

0 

0 

Black Bears 

0 

21 

0 

0 

21 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


■ 


1 hi amp z titi f np r. f n hr iwqtiti itihkiai nppir.iAi / 7\*> e 0 r Print) 

■ 


3CT 88), which is obsolete.) 























































































T^s 'ecort is required by aw <7 USC 2143) Failure to report according to the regulations car 

result in an order to cease and desist and to be subject to penalties as provided for «n Section 2t‘ 


NOV 2 6 20)4 


See attached form for 
additional information 


Interagency Report ConhoINo 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PUNT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0013 

CUSTOMER NUMBER: 482 

FORM APPROVEO 

OMB NO 0579 0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Washington And Lee University 

Parmly Hall 

Lexington, VA 24450 



Telephone: (540) -458-8895 


|3 REPORTING FACILITY < list ail <oc*fons where animals were housed or used in actual research, testing, or expenmemation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS < Sites ) Parmly HaN Animal Facility, Howe Hall 315 and 415 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or uaa APHIS Form 7023A > 



Animals Covered 
By The Animal 
Welfare Regulations 


4 Dogs 

5 Cats 


6 Guinea Pigs 

7 Hamsters 
S Rabbits 

( ) Non-human Primates 
1C Sheep 
1 1 Pigs 



Number of animal 
being bred, 
conditioned or 
held for use in 
teaching, testing 
experiments 
research, or 
surgery but not y< 
used for such 
purposes 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no paws, 
distress or use o 
pain -relieving 
drugs 


Number of animals upon 
wh»ch experiments 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 

for which appropriate 

anesthetic, analgesic or 
tranquiti?ing drugs were 
used 


i E. Number of animals upon which teaching, experiments 
research, surgery or teste were conducted involving 
accompanying pern or distress to the animals and for wf ! 
the use of appropriate anesthetic, analgesic, or tranquik; 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments 
surgery, or teste ( An explanation of the procedures 
producing pain or distress m these animals and the reast : 
such drugs were not used mu* be attached to this report j 


total number 

OF ANIMALS 

( COLUMNS 
C ♦ D + E ) 



; Professional acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestsbc. analgesic, and trenqmlizing drugs, poor to. during and following actual res< 
teaching, testing, surgery or expenmemation were followed by this research facility 

2> Each principal investigator has considered alternatives to panful procedures 

3 i Th'S facility is adhenng to the standards and regulations under the Act. and it has r eqwred that exceptions to the standards and regulations be specked and explained by the principal investigator and ap 
institutional Amrral Care and Use Committee (LACUC) A summary of ad such exceptions is attached to this annual report. In addition to identifying the lACUC approved exceptions this summary m< 
tre* explanation of the exceptions as wen as the species and number of animate affected 

<*) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of arvmai care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
< Chief Executive Officer or Legally Responsible Institutional Official ) 



MCNATlj 


NAME a Tin p nr r e n no imctiti mnnui rvrFir m ( Type Of Pnnf ) 


DATE SIGNED 

ll'ih V 


Am IIS FOI 
i Ai.)G 


CT 88) which is obsolete i 









This report is required by law (7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21! additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: R9-R_nD14 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB NO. 0579-0036 


CUSTOMER NUMBER: 753 



Duncroft Inc 


ANNUAL REPORT OF RESEARCH FACILITY 

39166 Irish Comer Rd. 

l / Q A 

( TYPE OR PRINT ) 

Lovettsville, VA 20180 

v 0 0 2004 


Telephone: (540) -822-5883 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

O 

o 

o 

o 

o 

5. Cats 

D 

o 

o 

o 

o 

6. Guinea Pigs 

O 

o 

o 

o 



o 

7. Hamsters 

O 

o 

o 

o 

o 

8. Rabbits 

3- l 

H 3 

2, 

o 

MS 

9. Non-human Primates 

O 

O 

o 

o 

O 

10. Sheep 

2. 

o 

o 

o 

o 

11. Pigs 

O 

o 

o 

o 

O 

1 2. Other FarrrLAnimal^ 

63 

‘-f'7 

o 

o 

HI 







13. Other Animals 

























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 


DATE SIGNED 


U(zm joH 


( AUG 91 ) 


I), which is obsolete.) 





































































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 2 32004 See attached form for 

additional information. 


zmi 

Interagency Report ControrNo.: 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 52-R-0029 

CUSTOMER NUMBER: 403 

FORM APPROVED 

OMB NO. 0579-0036 

Northern Virginia Community College 


Veterinary Technology Program 


1000 Harry Flood Byrd Highway 


Sterling, VA 20164 


Telephone: (703) -450-2525 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A \ 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


—i O 


3 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



akmrj t-uKivi ruzj (replaces vo r-urcwi »u-z 4 (uoi ooj, which is obsolete.) 


( AUG 91 ) 
























V » 


> 

This report is required by law (7 USC 2143). Failure to report according to the regulations can 


NOV 1 2200V 


See attached form for 


Interagency Report Control No.: 


result in an order to cease and desist and to be subject to penalties as provided for in Section 211 additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0103 

CUSTOMER NUMBER: 435 

FORM APPROVED 

OMB NO. 0579-0036 


Revivicor Inc 


ANNUAL REPORT OF RESEARCH FACILITY 

1700 Kraft Drive 


( TYPE OR PRINT ) 

Suite 2400 


Oct 1, 2003 - Sept 30, 2004 

Blacksburg, VA 24060 



Telephone: (540) -961-5559 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


r^EPORTQlFAN!MAL^^SE l 2 3 ^rrOR l TjNDE^^Oh^KOL"olF^ES^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 

225 

1 

| 

24 

120 


144 

12. Other Farm Animals 




« 


Cattle 

14 





13. Other Animals 

























["Tssurancesta^ 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



( Auu »i i 



/Revivicor 


Revivicor, Inc. 

1 700 Kraft Drive 
Suite 2400 

Blacksburg, VA 24060 


USDA Certificate # 52-R-0103 
USDA Customer # 485 


Tel: (540)961-5559 
Fax: (540)961-7958 


ADDENDUM TO USDA ANNUAL REPORT FOR 2003-2004: 

To: USDA-APHIS, Animal Care 

Subject: Exceptions to the standards and regulations 

Report of USDA approved exemption to the regulations 

Revivicor, Inc. received an approval from USDA for an exemption to the regulations 
regarding multiple survival surgeries in pigs on May 10, 2004 (Reference protocol REV- 
2204-02). As required we are including this information in our annual report. However, 
to date no second survival surgeries have been performed. 

Report of a potential exception to the standards of the Animal Welfare Act 

As required, we are reporting to the USDA that under four of Revivicor’s IACUC 
approved protocols, pigs may be subjected to a second survival surgical procedure (ref. 
AWA 2.31(d) x). An emergency C-section may be performed on animals that have 
previously had embryo transfer surgery (laparotomy), if deemed medically necessary to 
ensure the health of the gilt or the piglets. This has been reviewed and approved by 
the full IACUC of Revivicor. During this reporting year (October 1 , 2003 - September 
30, 2004), however, no animals have undergone a second survival surgical procedure. 

Should you have any questions regarding this subject, feel free to contact me. 

Sincerelv. 


(b)(6), (b)(7)c 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 2 3 2004 see 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


V i See attached form for 

additional information. 


1. CERTIFICATE NUMBER: 52-R-0105 
CUSTOMER NUMBER: <| 602 


University Of Richmond 
28 Westhampton Way 
Richmond, VA 23173 

Telephone: (804) -289-8417 


ol N IT 


Interagency Report Control Nd.: 


FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A 1 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 

/ 


/ 

7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 



NIMALS IN FACILITIES DURING YEAR - FACILITY IS UNDER MAJOR RENOVATION 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

11 / 16/04 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 
























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

52-R-0107 

CUSTOMER NUMBER: 

12155 


Interagency Report Control No. 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Operational & Emergency Medical Support Group 
Skills Course 
10201 Fairview 
Partlow, VA 22534 


Telephone: (301) -610-2180 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 



APHIS FORM 
( AUG 91 ) 


I), which is obsolete.) 


























FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 



A. 

B. Number of animal 
being bred, 
conditioned, or 

C. Number of 
animals upon 
which teaching, 

D. Number of animals upon 
which experiments, 
teaching, research, 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 

F. 

TOTAL NUMBER 

OF ANIMALS 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments. 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not y€ 
used for such 
purposes. 

involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report , 

C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


f HEADQUARTERS RESEARCH FACILITY OFFICIAL 
Dfficer or Legally Responsible Institutional Official ) 


NAMF A TITI FOFP.Fn OR INSTITl ITIONAI OFFIOIAI ( Ti/nP nr Print ) 


























This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1, CERTIFICATE NUMBER: 

52-R-0109 

CUSTOMER NUMBER: 

22152 


'xJCr^l 1 

Interagency Report Control No.: 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


International Institute For Biomedical Research 
6501 Bright Mountain Road 
Mclean, VA 22101 

Telephone: (703) -356-3778 


3. REPORTING FACttJTY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A I 


A. 



! B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 


animals being 

animals upon 

vtfrich experiments. 

research, surgery or tests were conducted involving 



bred, conditioned. 

which teaching. 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 

OF ANIMALS 

Animals Covered 

or held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic; or tranquiliz 

By The Animal 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures. 

Welfare Regulations 

experiments. 

tests were 

accompanying pain or 

results, or interpretation of the teaching, research. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

experiments, surgery, or tests. ( An explanation of the 


surgery but not yc 

involving no pain. 

ter which appropriate 

procedures producing pain or distress in these animals a 

C+D+E) 


used for such 

distress, or use oi 

anesthetic, analgesic, or 

the reasons such drugs were not used must be attached 


purposes. 

pain-relieving 

tranquiNzing drugs were 

this report ). 




drugs. 

used. 





4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


ASSURANCE STATEMENTS 


1) Professionally a ccept a bl e s t anda rd s governing the cere, treatment, and use of animate. inctmUng appropriate use of anastatic, analgesic, and tranqufeing drugs, prior to. during, and foBowinQ actual rest 
teaching, testing, surgery, or ea yorimontatkm w o r e followed by this r esea rch facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (1ACUC). A summary of alt such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, (Ns summary inc 
brief explanation of the exceptions, as wed as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or LagaBy Responsible Institutional Official ) 


SIGNATURE OF C E O. OR INSTITUTIONAL OFFICIAL 


I NAME A TITLE OF C E O OR INSTITUTIONAL OFFICIAL ( Tvn* nr Print I 


DATE SIGNED 

12 / 17 / 0 ' 


is obsolete.) 


( AUG 91 ) 























This repc ' is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


HHV 0 Q mi See attached form for 
** **** additional information. 


Interagency Report 


1. CERTIFICATE NUMBER; 

52-R-0110 

CUSTOMER NUMBER: 

21687 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Ora Inc 
Po Box 5010 
Falmouth, VA 22403 


Telephone: (540) -903-9296 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


] 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


F. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


/ 


12. Other Farm Animals 


4 - 




S3 


13. Other Animals 


ASSURANCE STATEMENTS 


] 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of alt such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary me 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


|DATE SIGNED 


AHHIS FORM 7023 
( AUG 91 ) 


(Replaces vs FORM 18-23 (OCT 88), which is obsolete.) 

















ORA Inc. 

Certificate number: 52-R-0110 
Customer number: 21687 

Annual report continuation sheet 

Block 3: Facility locations 

a. Operational Medicine Department 

b. U.S. Government testing site 


NOV 2 6 2004 


TNs report is required by tew (? USC 21 43} Failure to report according to toe reguteftons can 
result In an order to cease and desist and to t-e subject to penalties as provided tor in Section 2150 


Set reverse side for 
addidoneUnformatton 


interagency Report Centre! No 
0130-DOA-AN 



FACSLtTT' LOCATION'S (Sites) 


Pearce Science Center 206, 208, 212 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


A. 


Animals Covered 
By The Anima 
Welfare Regulations 


B. Number of 
animals being 
brad. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress. 01 
us* of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drug* ware 
used 


E, Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, ( <\n explanation of 
the procedures producing pein or distress in those 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 


(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11., Pigs 


12. Other Farm Animals 



1 3 Other Animals 


Musk Shrew 





30 

0 

0 

105 




ASSURANCE STATEMENTS 


1} Prof essionaifyaccepia bale standards governing the c are, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2} Each principal investigator has considered alternatives to painfui procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary off all such exceptions is attached lo this annual report.ln 
addition to identifying the iACUG-appnavad exceptions, tftte summary indudeee brief axpia nation of the exc ep tion*. aawatias ti«a specie* and nuwiwofawwati e ffi a etod . 

-4) The attending v«iarir!BnBr#ar gtis fwsaeren facSly has appropriate authority to ensure 8» provision of adequate veterinary care and to oversee the adequacy of other aspects of 

enims! cars end use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143}. 



SIGNATURE OF CEO OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


|l tit 


ST SB} which is obsolete 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 2 6 2004 


See attached form for 
additional information. 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 52-R-01 1 2 
CUSTOMER NUMBER: 28485 


Aderis Pharmaceuticals 
2028 Dabney Road Suite E-17 
Richmond, VA 23230 

Telephone: (804) -358-9468 


Interagency Report Control No 


FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


& 




jer 


-er 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1 ) professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resr 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE C c 


ren r\D imqtiti itiokiai opcipjai 


a r- r\r n r* rv <rvn isiOTm mAkiAi ArriA* ai 


■date SIGNED 


'/*<//< 


AF>HIS FORM 7 
( AUG 91 ) 


f 88), which is obsolete.) 







































PEC 072004 


This report is required by law (7 USC 2143) Failure to report according to the regulations can 


See reverse sid 






Interagency Report Control No 
0180-DOA-AN 


UNITEO STATES DEPARTMENT OF AGRICULTURE 5 

n j ANIMAL AND PLANT HEALTH INSPECTION SERVICE r - 

t'k .ii ; - v.c-'-tV ^ •' • 

=10 >1C!T3. 

ANNUAL REPORT OF RESEARCH FACILITY J 

(TYPE OR PRINT) 

T. REGISTRATION NC. J f * 15 “ ' * 1 * 

. ,» • •: .-.nil ."»!* art * i*jl Ml«i : <h.i <: ; >vu,y..n 

52-V-003 ' * '-dA j!u>: • )>■ fi 

* , FORM APPROVED 

OMB NO 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip CbdgH f 'jC-vi ‘ 

~ 7 -‘O'' 0 r ' O. .. 

Department of Veterans Affairs Central Office 
810 Vermont Avenue, NW 

Washington, DC 20420 

. ’ : ’ 0; • '' -."ci; .j - 

3. REPORTING FACILITY (Lisl ail locations where animats were housed or used in actual research, testing, teaching, or experimentation, or held tor these^ purposes. Attach additional 
sheets it necessary.) 


FACILITY LOCATIONS (Sites) 


652 McGuire VA Medical Center 

1201 Broad Rock Blvd. 

Richmond, VA 23249 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets it necessary or use APHIS FORM 7023A) 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
„ yet used tor such 
- purposes. 

C Number ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

D Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
- conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

£ Number oi animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Doqs 



37 


37 

5. Cats 



0 


0 

6. Guinea Pigs 



0 


0 

7. Hamsters 



0 


0 

8. Rabbits 



0 


0 

9. Non-human Primates 



0 


0 

10. Sheep 



0 


0 

11. Pias 



0 


0 

12. Other Farm Animals 



0 


0 







13. Other Animals 



0 


0 




















| ASSURANCE STATEMENTS 

t) Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and totlowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures 


3). This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of ail such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspecls ot 
animal care and use. 


CERTIFICATION BY I1EADQIJ ARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify lhal the above is true, correct, and complete (7 U S C Section 2143) 

1 QirtMATIlRF OF r F n HR INSTITUTIONAL-OFFICIAL 

j NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL (Type or Print) 

r iv 

DATE SI 

7fj 

'0*5 . f 

ONED 

h 

— * 


APHIS FORM 7U23 {Hepiaces VS FORM 18-23 <OCT 88), which ts obsolete ) 

(AUG 91) 
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